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DEPOT SPARES FOR SYSTEM 6 


ITEM MP ESTIMATED NO. OF ESTIMATED 


NUMBER NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
1 10726 Adapter, Waveguide, Transition 
Waveguide to Coax, HEWLETT-PACKARD 
No. X281A DELETE 
2 61147 Adapter, Connector, Series N, . 
UG-27C/U, MS590156 4.62 4 18.48 
3 30041 Capacitor, Fixed, Ceramic, 
Dielectric, 20 MMF, 600 V., 
ERIE RESISTOR CORP. No. 817-02 2h 10 2.40 
4 30517 Capacitor, Fixed, Ceramic, 


Dielectric, 5 MMF, 10 PCT, 
600 V., ERIE RESISTOR CORP. 
No. 811-.005 015 10 1.50 


5 30509 Capacitor, Fixed, Electrolytic, 
20 MMF, 20 PCT, 10 V.,FANSTEEL 
No. PP20B1OAL DELETE 


6 30539 Capacitor, Fixed, Electrolytic, 
4O MF, Quad, 450 V., SPRAGUE . 
ELECTRIC No. TVL-4'775 DELETE 


7 30420 Capacitor, Fixed, Electrolytic, 
1.5 MMF, 100 PCT ~ 10 PCT, 50 V., 
MALLORY No. WP068 


8 30317 Capacitor, Fixed, Mica, Dielectric, 
220 MMF, 5 POT, 500 V., El Menco 
CML5 E2215 055 10 5.50 


9 30519 Capacitor, Fixed, Mica, Dielectric, 
5l MMF, 5 PCT, 300 V., OML5C510J, 
MIL-C-5A 40 10 4.007 


10 30019 Capacitor, Fixed, Paper, Dielectric, 
10 MMF, 200 V., AEROVOX CORP. 
No. P123ZNG DELETE 


il 30039 Capacitor, Fixed Paper, Dielectric, 


47 MMF, 10 PCT, 400 V., HOPKINS 
ENGINEERING CO. No. 9-1K4473K" 4.30 5 21.50 
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Circuit Breaker, Trip Free, 5 Amp., 
MECHANICAL PRODUCTS INC. No. MP701 4.50 2 9.00 


Circuit Breaker, Trip Free, 5 Anp., ; 
MECHANICAL PRODUCTS INC. No. MP7O 4.50 2. 9.00 


Coil, R. F., 0.5 MH, 75 MA, 
NATIONAL CO. R-50 . Oo 5 2.00 


Connector, Plug, Electrical, 
Serles N, UG-21D/U, MS91236 2.85 h 11.40 


Fuse, Cartridge, 1.6 Amp., 125 V., 
LITTLEFUSE No. 31301.6 DELETE 


Holder, Crystal Unit, "s" Band, 
SAGE LAB INC. No. 101BDH 30.00 2 60.00 


Holder, Crystal Unit, "L" Band, 


SAGE LAB INC. No. 101BDL 30.00 2 60.00 


Relay, Thermal, Time Delay, 20 V., 
60 Sec+, G. V. CONTROLS No. RM-60- 


NO-115 DELETE 


Resistor, Fixed, Wirewound, 1K, 
> PCT, 25 W., DALE PRODUCTS INC. 
Type RH-25 DELETE 


Resistor, Fixed, Wirewound, 500 


‘Ohm, 5 PCT, 25 W., DALE PRODUCTS 


INC. Type RH-25 DELETE 
Resistor, Fixed, Wirewound, 10 
Ohm, 5 PCT, 25 W., DALE PRODUCTS DELETE 
INC. Type RH-25 


Semiconductor Device, Diode, Crystal ’ 
SYLVANIA ELECTRIC No. 1N369A DELETE 


Semiconductor Device » Diode, Crystal, 
SYLVANIA ELECTRIC No. 1N358AR 40.00 6 20.00 
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SLOTT Semiconductor Device, Diode, 
Germanium, Commercial, 1NG7TA 1.07 5 5.35 
54993 Semiconductor Device, Diode, Silicon, 
HUGHES A.C. CO. No. HD 6557 DELETE 
55051 Semiconductor Device, Diode, INTER- 
NATIONAL RECTIFIER CORP. No. 66-0710 | DELETE 
55043 Semiconductor Device, Diode, Power 
Supply Type, INTERNATIONAL RECTI- DELETE 
FIER CORP. No. 3BS1 
11405 Switch, Coaxial, TRANSCO No. 11200 72.50 2 145.00 
NL Timer Unit per R-W Dwg. No. 350.00 1 350.00 
11809 Transformer, Power, 400 CPs, 
Per R-W Spec No. 249A DELETE 
45002 Tube, Electron, CK6152, Receiving, 
Commercial DELETE 
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